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Status of Document: Open in Full 

Number of releases of previously postponed information: 12 

Reason for actions: The Review Board's decision was premised on several 

factors including: (a) the significant historical interest in the document in question 
inasmuch as it relates to core issues surrounding the CIA’s records relating to Lee 
Harvey Oswald; (b) the absence of evidence that the release of the information would 
cause harm to the United States or to any individual. 

The CIA did not appeal this action. 
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3 e ° f &e VLS ~ 2 Trigger Device at the|LIERQD^Basehouse 
Action: Paragraph 4. 



Reference: HMMA— 22307, para 5. c. 
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.1. The YLS-2 Trigger Device, installed at tha|LiERQDL jbasahousa 
to cover the Consulate entrance, is performing well wife little fS se triggering. 
The 500mm lens on the VLS-2 had to be replaced by the 6 inch lens for wider* 
target coverage. J 



, . 2 * During the first two weeks of operation, the YLS-2 would trigger 

traffic entering ana leaving the target entrance. Concerned wifh the consumption 
of film and the necessity of reloading the camera twice daily ,lL-22^eviaed 
a system whereby the VL.S-2 n^oul j^only photograph people leaving Iwt not 

entering the target building. |~I,-22*a system vmr k s a. do ut 80 percent of the 

time, cutting film consumption considerably. £1.-2 Jihad been focusing the 
Vi.S-2 on the white framed glass door so that whenTtargets entered or departed 
this area the targets would cross this field and trigger the device. (See 
Enclosure A for the VLS-2 area of coverage). Since one side of the door was 
not closed and targets could walk into this office, the VLS-2 was focused on 
the shade area of this entrance instead of the door. It was found that since 
Mexicans generally wear dark colored clothing and have black hair, they can 
pass into the office without triggering the YLS-2. When a person leaves by 
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